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PAGE 01 ATHENS 00618 231640Z 

73 

ACTION SY-04 

INFO OCT-01 ISO-00 /005 W 

010915 

R231537Z JAN 75 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 7107 


LIMITED OFFICIAL USE ATHENS 618 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: X-RAY EQUIPMENT 
REE: STATE 000647, 006676 

1. ATHENS: HP8040-312 RADIATION INSPECTION SYSTEM 
TESTED AND ADJUSTED BY TSO. UNABLE TO MAKE LEAKAGE 
RADIATION TEST DUE TO LACK OF EBERLINE RAD-OWL RAIATION 
SURVEY METER. RSO AND NCOIC WILL BE TRAINED IN USE AND 
SAEETY OF EQUIPMENT. 

2. ANKARA: HP8040-312 RADIATION INSPECTION SYSTEM HAS 
NOT YET ARRIVED. 

3. BELGRADE: MINX MODEL XIOOOG S/N33342 

4. BUCHAREST: BUCKY MODEL AND S/N UNKNOWN 

5. ISTNABUL: HAS NONE BUT HAS REQUESTED EQUIPMENT. 

TSO PLANS TO SUPPLY IN FEB. 

KUBISCH 


LIMITED OFFICIAL USE 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: SmithRJ 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ATHENS00618 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750026-0203 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 28/aaaaayii. tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 000647, 75 006676 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUN 2003 by ElyME>; APPROVED <07 OCT 2003 by SmithRJ> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: X-RAY EQUIPMENT 

TAGS: ASEC 

To: STATE 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



